Message 



From: Medina, Nicole (DPH) 

Sent: Monday, October 03, 2011 8:58 AM 
To: alooney@moses-ma.org 
Cc: Corbett, Kate (DPH) 

Subject: Nursing Mom's room @ state Lab 


We recently had a very unproductive meeting on September 29, 2011 with Ceci Dunn and Grace Connolly to 
find out how to deal with concerns that nursing mothers have with changes that are pending in the current and 



Nicole E. Medina 
Chemist II 
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